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Subject: 


BOILER ENTERING UNION 0V2507 


Models: 


COLIBRI' 



In order to improve the hydraulic system performance, the boiler water entering "T" union has been 
modified (parts No. 0V2507). 


The holes on the water inlet pipe (see attached draft) change from 2 to 4 and its diameter increases 
from 2.5 mm. to 3 mm. 

In this way, reducing the water rate of inflow into the boiler prevents the mixing of limestone scales 
and debris laying on the bottom. 

Therefore, to apply the change on vending machines, it is necessary to operate as follows. 

- Remove, open and clean carefiilly the boiler from any debris 

- Remove and clean carefully the solenoid valves group 

- Replace the boiler water entering "T" union. 
N.B: Spare parts No. 0V2507 doesn't change. 

The improvement takes effect on all Colibri's machines from the serial number 30301699, 
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